Pr«ijdential Vj»lt 
Tuesday^ October 2018 
MidAmerka Center 
1 Arena Way 
Council Bluffs, lA 51501 


Council Bluffs Poiice Deoartrnent: 

Security interior/exterior & Traffic Control: 

83 total officer for 542 hours @ 856.?972 = 530,567,28 



